Subject: Re: 1st / Central Station Improvement Project - Inspection Zone Relocation 
From: "James Okazaki" <jokazakiæsbcglobal.net> 

Date: 10/27/17, 4:00 PM 

To: Masami Fukuhara 

CC: Nate.Hayward&ØLACity.org 


I don't think DOT should bring City-business to Little Tokyo. LTBA and LTCC would oppose it! DOT should 
relocate the Inspection i side the Garage or place it on Main St. or First St. next to the Caltrans Bldg. 


James 
Sent from my iPhone 


On Oct 27, 2017, at 2:58 PM, Masami Fukuhara <masamiføttta..com> wrote: 


Thank you very much James-san, 


LADOT is OK with the Onizuka street considering staff safety during inspection. Any suggestion for other street? Thank you very 
much for your help and have a great weekend! 


Best regards, 


Masami Fukuhara, LEED? AP BD+C 
Project Manager / Architect CA +C 25507 


TED TOKIO TANAKA ARCHITECTS 
11307 HINDRY AVENUE, Suite C 

LOS ANGELES, CA 90045 

T. 310-484-1800 x109 

F. 310-484-0188 

E: masamifættta.com 


W: www.ttta.com 


P please consider the environment before printing this e-mail. 


From: Nate Hayward [mailto:nate.haywardGlacity.org] 

Sent: Friday, October 27, 2017 2:03 PM 

To: James M Okazaki <jokazakiæsbcglobal.net> 

Cc: Masami Fukuhara <masamifættta.com> 

Subject: Re: lst / Central Station Improvement Project - Inspection Zone Relocation 


James let's talk about this if you have time. 


Nate Hayward 

Public Works Director 

Office of Councilmember Jose Huizar, 14th Council District 
2035 Colorado Boulevard 

Los Angeles, CA 90041 

office: (323) 254-5295 

cell: (323) 383-4906 


On Oct 27, 2017 2:00 PM, "James Okazaki" <jokazakiæsbcglobal.net> wrote: 
Masami-San, 


I don't think that's a good idea! You have to keep the inspection next to the Caltrans building, and not 
encroach into Little Tokyo. 


James 
Sent from my iPhone 
On Qct 27, 2017, at 1:08 PM, Masami Fukuhara <masamifættta.com> wrote: 


Hi James-san, 


I hope all is well. We are coordinating with the City to relocate the existing LADOT taxi inspection zone on Los 
Angeles Street so that we can maintain 2 vehicular lanes in both directions with the proposed bike lanes. We are 
proposing Onizuka street for relocation. Could you please review and let me know if you have any comment before I 
distribute to the LT stakeholders? Thank you very much for all your help on the project. 
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Best regards, 


Masami Fukuhara, LEED? AP BD+C 
Project Manager / Architect CA £+C 25507 


TED TOKIO TANAKA ARCHITECTS 
11307 HINDRY AVENUE, Suite C 

LOS ANGELES, CA 90045 

T. 310-484-1800 x109 

F. 310-484-0188 

E: masamifættta.com 


W: www.ttta.com 


P please consider the environment before printing this e-mail. 


<Taxi Inspection Zone.pdf> 
<Confirmation Request Relocate Taxicab Insp. Zone I1st & Central Project (Submitted 10-20-17).pdf> 


